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How to Use This Index 





Entries are listed both by author and subject. Complete titles are given under the author listing. Articles 
about special departments and services are grouped under that general heading. 
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Accidents, Good Housekeeping as a 
Method of Preventing ......... July-97 
Accounting 


Budgets and Budgetary Procedures 
for U. S. Cadet Nurse Corps 
Schools—David H. Spanier. .Sept.—60 

What to Do About Accounting Prob- 
lems of Your Cadet Nurse Corps 
—David H. Spanier......... Nov.-54 

Centralized Hospital Purchasing, 
Simplified Records Needed. ..Nov.—87 

How Uniform Accounting Will Plug 
Leaks in Hospital Records—Wii- 
liam A. Davison............. Dec.-71 

Administrator, How He Can Help Ex- 
ecutive Housekeeper Do Her Job— 


An Administrator ............ Nov.—108 
Advertising, Hospital Care Groups 

Consider National Campaign..(As 

Othera: See Us) i. scs60200.065008 Nov.-12 


Air Conditioning System Brings Com- 
fort to Patients, Personnel—C. Dale 
Mericle. (As Others See Us)..Oct.-12 

American Hospital Association Re- 
affirms Faith in Voluntary Prepay-— 
ment Plan Oct.-25 

Annual Reports 


How One Nurse Superintendent 
Surmounts Wartime Obstacles— 
May TORTNOR 62 occ bes k Seas Sept.—66 


Prize Winning Annual Reports Make 
Good Use of Photographs and 
RS i CUTEST AE ei ed Oct.-28 

What Should Annual Reports Con- 
tain to Be of Service to Hospi- 
tals?—J. Walsh Stull........ Dec.-30 

Army Medical Corps Develops Mo- 
bile X-Ray Units for Invasion. Aug.—84 
Ascorbic Acid, How Much Is Lost in 
Ways of Cooking Potatoes?—Ruth 
M. Kahn and Evelyn Holliday. Sept.—94 
As Others See Us 

Air Conditioning System Brings Com- 
fort to Patients, Personnel—C. Dale 
Mericle Oct.-12 

Hamot Aid Society's Shop Proves 
Boon to Hospital and Person- 


“Lowly Work” of Hospital...July— 8 
Hospital Care Groups Consider Na- 
tional Advertising Campaign. Nov.-12 
Shall X-Ray Be Included in Blue 
Cross Contract? Dec.— 6 
White Patient in Harlem Hospital 
Pays Tribute to Service—Barbara 
Leighton Aug. 8 
Awnings, Pamper Your........ Sept.-132 
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Babies Before the Microphone—Ritz E. 
Heerman Sept.—43 

Battle Fronts, Inside Picture of Nurs- 
ing on—Frances P. Bolton..... Nov.-60 

Bennett, Mrs. Naoma Farden (See Farden, 


Naoma) 
Bleach, What Hospital Can Do When 
None Is Available ............ Aug.—94 
Bleach, What One Shall Laundries Use 
When Supply Situation Eases?— 
Daeid “Ei Day... eek oes Dec.-96 
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Blood Banks 

How Illinois Hospitals Are Organ- 
izing Serum and Plasma Plan— 
Casrol-C.- Hathe ooo ceeses. ss Nov.-31 

Blue Cross, Role of, in Prevention and 
Control of Diseases—J. B. Stiefel, 
M.D. uly-33 

Blue Cross Contract, Shall X-Ray Be 
PMGNMOR MYOUEE lous ces cet: Dec.- 6 

Blue Cross Plan, Cleveland Public 
Service Bureau Offers It to Public— 
Virginia M. Liebeler........... Dec.-33 

Blue Cross Plans, Rorem’s Blue Book 
ef Them Covers Field Thoroughly. 

Nov.-40 

Blue Cross Plans (See Plans for Hos— 
pital Care) 

Bluestone, E. M., M. D—The Place of 
Practical Nursing in an Overall 
Nursing Program ec.—45 

Bolton, Frances P.—Inside Picture of 
Nursing on Battle Fronts...... Nov.-60 

Book Reviews 
“Care of Food Service Equipment” 

Fine Addition to Hospital Library 
(Hospital Book of the Month) July-38 
“Hospital Color and Decorations” 
(Hospital Book of the Month)... 
base SOEs css eens cence vsnesis Sept.—73 
“Hospital Head Nurse” Revisions 
Come at Appropriate Time (Hos- 
pital Book of the Month)...Sept.-73 
Rorem’s Blue Book of Blue Cross 
Plans Covers Field Thoroughly. . 

Nov. 

Branson, Helen Kitchen—Group X-Ray 
Service Is Part of Pasadena Chest 
SR Hint ndarevesseteaninue Sept.—116 

Bridges, Clark D.—The Nurse’s Part 
in a_ Program of Industrial Safety 
and Hygiene July—56 

Budget and Budgetary Procedures for 
U. S. Cadet Nurse Corps Schools—' 
David H. Spanier............. Sept.60 

Business Papers, How They Are Play- 
ing Role in Convalescence of Vet- 
erans—John C. Stephan........ Nov.-33 

Business Sold on Health Insurance, 
Nationwide Survey Reveals—Ken- 
peer Gy Crane 62st iS: Dec.-19 
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Cadet Nurse Corps (See U. S. Cadet 
Nurse Corps) 
Charts, Prize Winning Annual Reports 
Make Good Use of............. Oct.-28 
Chemo-Therapy, Keep in Step with It, 
Pharmacy Committee Urged—Wil- 
burt C. Davison, M.D......... Aug.—78 
Chest Roentgenograms, Urges Them 
for All Patients Entering Hospitals. 
; Oct.—106 
Chinese Hospitals Tie Cats to Beds to 
Keep Rats from Patients....... Aug.-32 
Cleaning, General Maintenance in Hos- 
pitals—_E. E. McDow.......... Aug.-91 
Cleveland A. H. A. Convention, Octo- 
ber 2-6, to Plan Postwar Progress. 
Sept.-27 
Cleveland Public Service Bureau Offers 
a Blue Cross Plan to Public (News 
of Hospital Plans—Virginia mg 
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Clinics, Group X-Ray Service Is Part 
of Pasadena Chest: 5 ccc ccsec's Sept.—116 
Coal, How Hospitals Can Conserve It 
as Winter Shortage Looms—Ken- 
retin Co) Uyee shin ase ceies te Sept.—36 
Coal, How One Hospital Ended Smoke 
Nuisance and Saved It........ Nov.110 
Coal, How One Hospital Saved Three 
"TOUS EOE TAGs van ccesccsseets Sept.—126 
Cole, Paul F—A Hospital Pharmacist’s 
ENO oe coca tod ane uly-90; Aug.—78 ; 
Sept-110; Oct—104; Nov.—94; Dec.-80 
Color, Hospital Decorations and.Sept.—73 
Condensation, How to End It on Hos-— 
pital Cold Water Pipes........ Aug.—96 
Conservation 
Conserve Civilian Hospital Linen, 
Association Head Warns. ...Dec.—100 
How Hospitals Can Conserve Coal 
as Winter Shortage Looms—Ken- 
nen C. Cem 5... sawsccsuce Sept.-36 
How One Hospital Saved Three 
Tons of Coal Per Day...... Sept—126 
How Hospital Can Cut Heating 
Sots 0 SPARS AY Ay Sacer Oct.-118 
How One Hospital Ended Smoke 
Nuisance and Saved Coal....Nov.—110 
Pamper Your Awnings........ Sept.—132 
Suggestions for Reducing Food 
Wastes in Hospitals.......... Sept.-94 
What Kind of Kitchen Equipment 
Shall Hospital Install?...... Sept.—82 
Construction 
Kaiser Hospital Organized to Pro- 
vide Good Medical Care Economi- 
cally Nov.— 
Maryland Prepares for Large Post- 
war Hospital Expansion ..... Oct.-62 
New De Paul Hospital Helps Meet 
Urgent Needs of Norfolk Area.July-27 
War Veterans Will Require 300,000 
Hospital Beds in 20 Years. ...Aug.-31 
What Hospital Facilities Are Needed 
for Proper Convalescent Care and 
Rehabilitation?—Isadore Rosenfield 
* saeteilda dpe Cita RebeV Nees ec.—26 
Convalescence, How Business Papers 
Are Playing Role in Veterans’—John 
C. Stephan Nov.-33 
Conventions, Association (See Meetings) 
Cowden, Margaret—How to Buy Food 
GUE occ ceisciscccinscanccoces Dec.-60 
Crain, Kenneth C. 
Business Sold on Health Insurance, 
Nationwide Survey Reveals. .Dec.—19 
How Hospitals Can Conserve Coal 
as Winter Shortage Looms. .Sept..36 
Regional Board’s Jurisdiction in New 
York W. L. B. Case Questioned.. 
PEEP ET TOON CL ee ee ee Dec.-27 
Voluntary Hospitals Face Serious 
Threat in War Labor Board De- 
Fa SAR age ea PRO eet Nov.-27 
Washington Hearings on Hospital 
Care Can Have Significant Impli- 
CANNON cscs cauaas cooreucns Aug.—23 
Crane, John T.—Time Is Precious 
Commodity in Hospital Today. Nov.-100 
Crippled Children, Twenty-five Years 
of Work on Them Completed by St. 
OMB! . Kithis Vatind cw niatisilvedand Oct.-80 
Crowded Conditions, What Hospitals 
Have Learned About Meeting Them. 
Aug.-26 
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Daly, Orpha—Hospital Lighting Faces 
Executive Housekeepers 
Me ccks ies sub panadsioa ean July-98 
Davison, Wilburt C.. M.D.—Keep Step 
With Chemo-Therapy, Pharmacy 
Committee Urged Aug.-78 
Dawson, William A.—How Uniform 
Accounting Will Plug Leaks in Hos- 
pital Records Dec.-71 
Day, David I. 
Seven Interviews Reveal What Hos- 
pital Laundries Are Asking. .Nov.—112 
What Bleach Shall Laundry Use 
When Supply Situation Eases?... 
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RES OSGI BH he ik ST eae Dec.-96 
What Hospital Laundries Have 
Learned Under Wartime Conditions 
Se cheee cated bdinee Wk bge  O% Sept.—134 


Dayton Calls in Its Best Talent to Help 
Plan Health Center—Charles F. el 
tering Nov.-37 

Decoration, Hospital Color and...Sept.—73 

Demarest, H. W.—Pharmacy of Small 
Hospital Becomes Physician’s so eal 
mation BUreay. oc. ...ceceseess Aug.-74 

De Paul Hospital Helps Meet Urgent 
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Needs of Norfolk Area......... July-27 
Dietary Department (See Food De- 
partment) 
Dietitians, Compilation of Outstand- 


ing Recipes Arouses Interest of .Aug.—63 
Dietitians Contribute Their Outstanding 


IND v5 ko nh on Seabee es ee 4 ok July-71 
Dietitians, Too Many Institutions Still 

Without—Clausen ............. Nov.-80 
Editorials 


Care of the Indigent Emergency. July-41 
Commission for Hospital Care. Aug.—37 
TROGOIVETBION sc ceccccccvccsece Sept.—41 
Hospitals for Inactive Patients.Oct.—47 


Signs of the Times............ Nov.-45 
Is Socialization Necessary?..... Dec.-37 
Education, Selective Service Records 
Reveal Need for Health....... Oct.-34 
oe Public (See Public Educa- 
tion 


Electronics Timer Helps Speed Taking 
Of BrtRANS, 305 oc cso tee eee esacs ec. 
Elvehjem, ce A. (and B. S. Schwei- 
gert)—Nutritive Value of Proteins 
Examined in Recent Studies... .July-81 
Emergency, oer Cases Total 364, 717 
BE CO VCE aos sis nie'e e's EN De Oct.-37 
Emergency, Cate of the Indigent (Edi- 
torial) July—-41 
Engineering 
Proper Engineering and Maintenance 
Insure Efficiency in Hospital. . Dec.—93 
How Hospital Can Cut Heating Costs 
Falbitte tc SPO adieds drahines Oct.-118 
How One Hospital Ended Smoke 
Nuisance and Saved Coal...Nov.-110 
How to End Condensation on Hospi- 
tal Cold Water Pipes......... Aug.-97 
Engineering, Can Principles of It Be 
Applied to Medicine? ........ Nov.-38 
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Farden, Naoma—How X-Ray Techni-— 
cians Are Trained at Colorado Gen- 


eral Hospital ................. Nov.-99 
Feigenbaum, Arthur—Much Ado About 
-Something® 06.0... seoOibew.d.h Oct. 


Fire Prevention, Hospitals Urged to 
Hold Employe Drills During Week. 
Sept.-136 





Food Deparment 
“Care of Food Service Equipment,” 
Fine Addition to Hospital Library 
(Hospital Book of the Month) .July-38 
Compilation of Outstanding Recipes 
Arouses Interest of Dietitians. Aug.—63 
Features on A. D. A., Oct. 24-27, of 
Interest to Hospitals......... 
Frozen Vegetables Save Labor in In- 
stitutional Feeding Oct.-92 
General Menus........ July-82, Aug.-73 
Sept-100; Oct-96; Nov.-82; Dec.—70 
Have Restaurants and Hospitals Any- 
thing in Common?—Margaret L. 
J ae Ps Tr errs s 
...Part I, Nov.-74; Part II, Dec.—68 
Hospital’s Chief Engineer Finds That 
Victory Garden Doesn’t Pay—Ar- 
thur H. Parker............. Sept.-128 
Hospital Dietitians Contribute Their 
Outstanding Recipes ........ July-71 
How Much Ascorbic Acid Is Lost in 
Ways of Cooking Potatoes?— 
rates M. Kahn and Evelyn Holli- 
CRE ES a ere ATE Sept.—98 
How to Buy Food Supplies—Margaret 
RN aie ag sisrsee ¢ Dec. 
Nutritive Value of Proteins Exam- 
ined in Recent Studies—C. A. El- 
vehjem and B. S. Schweigert.July-81 
Regional Marketing Reports for Hos- 
pital Food Purchasers............ 
P csctnate «Sele nia ae al July-74; Aug.—71 
Sept.-88; Oct-84; Nov.-84; Dec.—64 
Suggestions for Reducing Food 


Wastes in Hospitals......... Sept.—94 
Too Many Institutions Still Without 
Dietitians—Clausen .......... Nov.-80 


Weekly Surveys of Hospital Food 
ae by Sanitary Committee 
CONN ee Nee ac citar sid a a's Oct.-82 

What One Hospital Experienced in 
Preserving Food by Freezing— 
Elizabeth Stewart Sept.-98 

Formulary, Plan Revision of It; 
pect New Edition Late in 1945. July-88 
Francke, Don E.—Urges More Local 
Organizations of Hospital Pharma- 
cists Oct.-101 
Frazier, Walter, Heads Ohio Society of 
Hospital Pharmacists .......... Aug.-86 
Friedman, Ben F.—Some Practical 
Suggestions for Improving Pharma-— 
CAIN MIS oc oyie'e tos on oe Ree Aug.-80 
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Gardiner, H. Glenn, M.D.—What Part 
Can Nurse Play in Physical Exam- 
ination Program? Oct.-69 

Gebhard, Bruno, M.D.—Is the Hospi- 
tal the Natural Center for a Com- 
munity Health Museum?...... Sept.—30 

Georgia Board to Recommend County 
Hospital Authorities .......... Aug.-25 

Gifts to Hospitals. .July-48; Aug—46; 
Sept.-54; Oct-58; Nov. 53; Dec.42 
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Health Care Plan, John Mannix Got 
an Early Start On Nov.—42 

Health Care Plan, Maryland—District 
of Columbia Hospital Group Backs 

Proposed State ............... Nov.-35 

Health Education, Selective Service 

Records Reveal Need for...... Oct.-34 

Health Insurance Plans (Also See 

Plans for Hospital Care) 

Business Sold on Health Insurance, 
Nationwide Survey Reveals—Ken- 
neth: (i Grain: ii... swsitsisiws Dec.-19 

Compulsory Health Program Outlined 

by New York Conference... .Dec.-23 
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Commission for Hospital Care (Edi- 
Rorenin oo Scankiees se cdaan ous Aug.-37 
Hospital and Medical Care for All 
Approved by Public Health Group. 
Lge isk RR hak a re ea Oct.-32 
Washington Hearings on Hospital 
Care Have Significant Implications 
—Kenneth C. Crain.......... Aug.-23 
Heating’Costs, How Hospital Can Cut. . 


CU SC sseamcamiesieine Cae Wolpe Oct.-118 
Heerman, Ritz E.—Babies Before the 
DAICTODHONG. 65. 505 dh 005s 0 0ihe-0ee Sept.—43 


Hege, Esther E—Aims and Accom- 
plishments of the Pharmacy and the 
Nursing Department .......... July-84 

Hospital and Medical Care for All Ap— 
proved by Public Health Groups.Oct.—32 

Hospital Book of the Month 
“Care of Food Service Equipment” 

Fine Addition to Hospital Library. 


Tse thet ag ohahhids sea have July-39 
Concern for Health Manifests Growth 

EE Sue ly aia eek ae alle sow ae Oct.-62 
“Hospital Head Nurse” Revision 


Comes at Appropriate Time. Sept.—73 
Hospital Calendar, The. July-42; Aug.—16; 
Sept.42; Oct-48; Nov.—46; Dec.—38 
Hospital Care Groups Consider Na- 
tional Advertising Campaign (As 
Others ee’ Us) 331.5330 ek Nov.-12 
Hospital Color and Decoration (Book 
Review} 
“Hospital Head Nurse” Revision Comes 
at Appropriate Time (Hospital Book 
Of, The Month)... 5.0ecccc0cces Sept.-73 
Hospital Highlights. ...July-42; Aug.—38; 
Sept.42; Oct-48; Nov.46; Dec.-38 
Hospital Innovations and Improvements 
Forecast for A. P. H. A. by Martin. 
Se Me RS oo so Be hs cub eth s digia o Oct.—30 
Hospital Leaders Play Larger Role in 
Public Welfare Meeting—Florence 
Se hae Ts Re OS Dec.-32 
Hospital Lighting Faces Change, Ex- 
ecutive Housekeepers Told—Orpha 
BGI.) Gee he ls dosti stent July-98 
Hospital Pharmacist’s Diary—Paul F. 
SGI on ececeiasobtebs oa July-90; Aug.—78; 
Sept.-110; Oct—104; Nov.-94; Dec.—80 
Hospital Pharmacists to Meet at Cleve- 
land, September 7 to 9 Aug.-76 
Hospital’s Chief Engineer Finds That 
Victory Garden Doesn’t Pay—Ar- 
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thtir Fi. Parker. ....5 toh sees Sept.—128 
Hospitals Face Shortages in Sugar, 

Poultry and Meat (News from 

Washington) ........500.0000s0ci Dec.-36 


Hospitals for Inactive Patients (Edi- 
PORIRED II, «. Shi is0's SRE GMS 6b + 01d. 0. 0 ct.—47 
Hospitals Urged to Hold Employe 
Drills Fire Prevention Week. .Sept.—136 
Housekeeping 
General Cleaning Maintenance in 
Hospitalsk—E. E. McDow....Aug.—91 
Good Housekeeping as a Means of 
Preventing Accidents—H. E. Wil- 
MONS) S. SULTS ct see iel.< July-97 
How Can the Hospital Administrator 
Help Executive Housekeeper Do 
Her Job?—An Administrator..... 
How Small Hospital Solved House- 
keeping and Maintenance Problems 
—Forst R. Ostrander........ Oct.-114 
How’s Business? ...... July-20; Aug.-20; 
Sept.-22; Oct-22; Nov.-22; Dec—16 
Hyde, Florence S.— 
Hospital Leaders Play Larger Role 
in Public Welfare Library. ...Dec.—32 
How to Find Out What Public 
Thinks of Your Hospital..... Oct.—43 
Hall, Carrol C—How Illinois Hospi- 
.tals Are Organizing Cooperative Se- 
rum and Plasma Plan.......... Nov.-31 
Hall, Martin I., M.D.—New Departure 
Medical Department Operates 24 
TANS RIDA Es oo ccchw ces bees July-30 
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Holliday, Evelyn (and Ruth M. Kahn) 
—How Much Ascorbic Acid Is Lost 
in Ways of Cooking Potatoes ?.Sept.—98 


Hamot Aid Society’s Shop Proves 
Boon to Hospital and Personnel (As 
Others See Us).............. Sept.-12 


Illinois Tumor Program, How - 
eral Hospitals Aid in.......... Nov.—104 
Inactive Patients, Hospitals for (Edi- 
torial) Oct.—47 
Indigent Care 
Care of the Indigent Emergency 


G1) July—41 
Industrial Hospitals 
Buick Emergency Hospital Cases 
Total 364,717 in One Year... .Oct.—37 


Kaiser Hospital Organized to Pro- 
vide Good Medical Care Economi- 
cally Nov.-28 

New Departure Medical Department 
Operates 24 Hours a Day—Martin 
1B | 8S 2) Bae ee July-30 

Industrial Safety and Hygiene, Nurses’ 
Part in a Program of—Clark D. 
ELL ileal is aah Age wana ts NA te July-56 

Innovations and Improvements, Fore- 
cast for A. P. H. A. by Martin. Oct-30 

Insurance, Business Sold On, Nation- 
wide Survey Reveals—Kenneth C. 
NORMAN 5 croc cha At oasie asthe hades Dec.-19 

Insurance, Survey Reveals It Reaches 
Its Objective (News of Hospital 
Plans—Virginia Liebeler) ..... Oct.-39 
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Job Instructor, How One Hospital 
Profited from This Training Work— 


Joseph P. Leone, M.D.......... July-25 
Johnson, Sally—How One Nurse Su- 

perintendent Surmounts Wartime 

RO GRACED KER Sis 5 SEieralbieks ob Sept.—66 


Kahn, Ruth M. (and Evelyn Holliday) 
—How Much Ascorbic Acid Is Lost 
in Ways of Cooking Potatoes. .Sept.—98 
Kaiser Hospital Organized to Provide 
Good Medical Care Economically. . 
Nov.-28 
Kettering, Charles F.—Dayton Calls on 
Its Best Talent to Help Plan Health 
Center Nov.-37 
Kitchen Equipment, What Kind Should 
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Hospital Install? ............. Sept.-82 
Labor Board Ruling, Greater New 
York Group Plans Action in...Nov.-39 


Laboratories Hunt Ways to Increase 
Penicillin Production .......... Dec.-76 
Laboratory Technician, How Many Ex- 
aminations Should Be Made by— 
John W. Williams, M.D........ Dec.-86 
Laundry 
How to Get Along With Less in the 
Hospital Laundry .......... July-106 
How Wartime Necessity Forced So- 
lution of Hospital Laundry Prob- 
lem—Loyola James Murphy. Sept.-123 
Seven Interviews Reveal What Hos- 
pital Laundries Are Asking— 
David: FiDayis ebeesasl eves Nov. 112 


What Bleach Shall Laundry Use 
When Supply Situation Eases ?— 
SURG ERIN a os <5. 64,0 08 osiec Dec.—96 

What Hospitals Have Learned Under 
War Conditions—David I. Day.. 

Re PRIA AO Rept EE Sept.—-134 

What Hospital Laundry Can Do 
When No Bleach Is Aereilatie Aug.—94 

Washroom Test Kits Answer Ques-— 
tions of Proper Rinsing...... Dec.—100 

Leighton, Barbara—White Patient in 
Harlem Hospital Pays Tribute to 
Service (As Others See Us)...Aug— 8 

Leone, Joseph P.. M.D—How One 
Hospital Profited from ‘Job Instruc— 


tor Trdining WOfk. ........... July. —25 
Letters to Editor...... July.-12; Aug—12; 
Sept-14; Oct-14; Nov.-14; Dec— 8 


Library, Hospital, “Food Service Equip- 
ment” Fine Addition to........ July-38 
Library, Suppliers ..July-110; Aug—102; 
Sept—140; Oct.-132; Nov.—124; Dec.—108 
Licenses, Urge Them for Hospitals in 
Maryland Sept.—56 
Liebeler, Virginia M.—News of Hospi- 
taP IANS | Geis Sie 0% July-35; Aug.—34; 
Sept.44; Oct.-39; Nov-40; Dec.-33 
Lighting, Hospital, Faces Changes, Ex- 
ecutive Housekeepers Told—Orpha 
DR rea elaizaieotamaan v4 ocala July-98 
Linen, Conserve It, Hospital Associa— 
tion Warns Dec.-100 


Maintenance 
“Care of Food Service Equipment” 
Fine Addition to Hospital Library. 


Ses oi Sada ss Sale cette July-38 
General Cleaning Maintenance in 
SR errr err eee Aug.91 


How Small Hospitals Solved House- 
keeping and Maintenance Problems. 
os Mer ECE ee Oct.—114 

Proper Engineering and Maintenance 
Assures Efficiency in Hospital.Dec.—93 

Male Nurses, Decline in Enrollment of 

Them Is Decried by Authorities.Nov.—65 

Mannix, John, Got an Early Start on 
Health Care Plan Idea........ Nov.—42 

ae Reports, Regional, for Hos- 
pital Food Purchasers. July-75,; Aug—71; 

Sept.88; Oct-84; Nov.-84; Dec. ~64 

Maryland-District of Columbia Hospi- 
tal Group Backs Proposed — 

Health Care. Plan ..:..4356.6s00% Nov.-35 

Maryland Prepares for Large Postwar 

Hospital Expansion Oct.-62 

Maternity, Special Service Provided 
Those With Moderate Income. July—92 
Medical Care 

“Fortune” Survey of Medical Care 
Thorough But Not Always Fair.. 
SET sak so: :'5 9, oS icles dia stat Dec.-21 


* Medical Records 


Advantages of Microfilming Hospital 
Records far Outweigh Disadvan- 
SMES AG POEs be o/c of Nov.-88 

Meetings, Association 

Advantages of Microfilming Hospital 
Records Greatly Outweigh Disad- 
WOOO sore cns ch csinge lus’ Nov.-88 

American Hospital Association Re- 
affirms Faith in Voluntary Pre- 
payment Plans Oct.-25 

Better Distribution of Nursing Serv- 
ice to Help Meet Postwar Situa- 
tion Oct.-66 

Can Principles of Engineering Be 
Applied to Medicine?........ Nov.-38 

Centralized Hospital Purchasing; 
Simplified Records Needed. ..Nov.-87 

Cleveland AHA Convention, Oct. 2-6, 
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to Plan Postwar Progress. ..Sept.—27 
Conserve Civilian Hospital Linen, 
Association Head Warns... .Dec.—100 


Features on ADA, Oct. 24-27, of In- 


terest ta Floapitels, 5... ce.0 Oct.-94 
Frazier, Walter, Heads Society of 
Hospital Pharmacists ....... July-86 


Greater New York Group Plans Ac- 
tion in Labor Board Ruling. .. Nov.-39 
Hospital and Medical Care for All 
Approved by Public Health Groups 
ES Eee Ce ire Oct.-32 
Hospital Care Groups Consider Na- 
tional Advertising Campaign (As 
CURES: SOA US iincivacde cans Nov.-12 
Hospital Innovations and Improve- 
ments Forecast for A. P. H. A. by 
DIMEN cba 9 «0-Ge<caa dawdendess Oct.-30 
Hospital Leaders Play Larger Role 
in Public Welfare Meeting—Flor- 
ence Slown Hyde............ Dec.-32 
Hospital Lighting Faces Change, Ex— 
ecutive Housekeepers Told—Orpha 


MEMOS ite iva copie ukeccaneee July-98 
Hospital Pharmacists to Meet at 
Cleveland September 7 to 9...Aug.-75 


How Nursing Education Helps Total 
Effectiveness of Hospital..... Oct.-72 
Maryland-District of Columbia Hos-— 
pital Group Backs Proposed State 
Rieasth Cave: Plats sic. ecccs Nov.-35 
Notable Program Arranged for Phar- 
macy Section of AHA...... Sept.-112 
Nurses’ Organizations Map Areas of 
Action of Postwar Years..... Oct.-74 
Plan Revision of National Formu- 
lary; Expect New Edition Late in 
RN gala AS aueuunine eit July-88 
Portable Hospitals, Plasma, Nurses 
at Front Save Lives.......... Dec.-58 
Regional Board’s Jurisdiction in New 
York WLB_ Case Questioned— 
meemneth C. Crattesies osc ceecs Dec.-27 
Too Many Hospitals Still Without 
Dietitians—Clausen ......... Nov. 
Urges Chest Roentgenograms for All 
Patients Entering Hospitals. .Oct—106 
War Is Great Proving Grounds for 
Drugs Dec.-84 
Weekly Surveys of Hospital Food 
Services by Sanitary Committee 


Urged 
Where Should the Hospital 
macy Be? What Should It Include? 
Ey eens ee ae Peete Oct.-99 
Mericle, C. Dale—Air Conditioning 
System Brings Comfort to Patients, 
Personnel (As Others See Us) .Oct.-12 
Menus, General ........ July-82; Aug.—73; 
Sept-100; Oct-96; Nov.-82; Dec—70 
Microfilming, Advantages for Hospital 
a Far Outweigh Disadvan- 
RAP eee re Pee Nov.-88 
Middleton, May A.—Blue Monday, Ac-— 
tual Record of One DAV « eevisia July-66 
Military Personnel, What Hospital 
Jobs Can Be Offered to Them When 
DISGHALRORE, 6 o.ccé5s ccdnpeveenss July-32 
Mitchell, Margaret L—Have Restau- 
rants and Hospitals Anything in 
CC OSMIONE Ids «tira ares Ok ms Reina ell dk x biel’ 
sade Part I, Nov.-74; Part II, Dec.—68 
Mobile Hospitals Speed Aid, Cut Fa- 
talities of Wounded .......... Sept.—139 


Modernization (Also See Construc— 
tion) 
What Kind of Kitchen Equipment 
Shall Hospital Install?...... Sept.-82 
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